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25 YEAR RE-REVIEW 




IMMEDIATE WECEN 


A. S144A —DELAY OF 24 HRS 
8, 04/0200Z TO 0900Z APR 64 

C. THRU H. AS PER ORIGINAL S144A EXCEPT 
I. CONTINUE ALERTS WITH FILE NLT 2100Z . 




ADD 24HRS TO ALL TIMES. 


| 

l 


\^$P SECRET 


Sanitized Copy Approved for Release 2010/04/26 : CIA-RDP89B00569R000800170071-1 







